To:  Crossland,  Ronnie[Crossland. Ronnie@epa.gov] 

Cc:  Foster,  Althea[Foster.Althea@epa.gov];  Webster,  Susan[webster. susan@epa.gov];  Petersen, 

Chris[petersen. chris@epa.gov];  Martin,  John[martin.john@epa.gov];  Turner, 
Philip[Turner.Philip@epa.gov];  Rauscher,  Jon[Rauscher.Jon@epa.gov];  Loesel, 

Matthew[loesel. matthew@epa.gov] 

From:  Restivo,  Angela 

Sent:  Sat  8/8/2015  7:21:07  PM 

Subject:  Questions  about  pretreatment 


In  order  to  plan  for  possible  affect  to  drinking  water  systems  and  estimate  when  these  systems 
should  come  back  online  the  following  questions  need  to  be  answered. 

Specifically  what  type  of  coagulant  is  being  used  to  treat  the  water? 

Is  the  water  being  treated  in  the  holding  pond  being  released  to  the  Animas  River? 

If  so  holding  time  for  this  releasing? 

Is  care  being  taken  to  ensure  that  floe  is  not  leaving  the  treatment  area? 


Angela  Restivo 
Compliance  Officer 
Drinking  Water  Section 
U.S.  EPA  Region  6 
1445  Ross  Ave  (6WQ-SD) 
Dallas, Texas  75202-2733 
phone:  214-665-7123 
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